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SIMPSON’S 

( \ / 1 /’ "Ny _r ^ 

Adjustable Parallel Vises 

* , (Figs. 7V5, 71&, anji 717.) _ I 

> / doA M AK ERS' VISE. | 

Widrifta f jJ w, 4 uKyJaw^-Oi yn, io#, vj eight, lbs., $13 <x 


716 ^-CLAM^VJSE. 

No. o hassieel jaws, not hardened. 

Nos. 1 and 2 have steel jaws, harden- 
1, rough or smooth. 


Smooth jaws will be sent in all cases, 
unless otherwise ordered. 


SWIVEL BENCH VISE. 


Fi«. 717.—STATIONARY BENCH VISE. 


Width of |aw, aj^ inches, 



4 


10 lbs. 



»4 >5 

• 5 50 

• 7 5° 


Width of Jaw. 3)4 inches. Jaws Open, 5 inches, weight, 36$$ lbs.$8 00 
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